5TH  AVENUE  AND  50TH  STREET    NEW  YORK  CITY     K 1227 


St.  Patrick's  Cathedral  is  located  on  Fifth  Avenue 
at  50th  Street.  It  is  the  leading  Catholic  Church 
in  New  York  City  and  one  of  the  grandest  Cathe- 
drals in  the  world. 
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